From: 

Nassif, Julianne (DPH) 

Sent: 

Friday, May 13, 2011 8:48 AM 

To: 

Piro, Peter (DPH) 

Subject: 

Re: Renovations 

Nope 



From: Piro, Peter (DPH) 

Sent: Friday, May 13, 2011 07:32 AM 
To: Nassif, Julianne (DPH) 

Subject: Renovations 

Hi Julie, 

Should I hold off on the drawers and buy one more 7’ bench for the portable hood that’s going in Room 362? That would 
allow us to raise the low benches in room 362 and 363 assuming we have 20-21 feet of stationary bench. 
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